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Message Text 


UNCLASSIFIED 

PAGE 01 SAO PA 01519 121436Z 
51 

ACTION HEW-08 

INFO OCT-01 ARA-16 ISO-OO SCI-06 RSC-01 DRC-01 /033 W 

099992 

R 121130Z JUL 74 
FM AMCONSUL SAO PAULO 
TO SECSTATE WASHDC 5381 
INFO AMEMBASSY BRASILIA 
AMCONSUL RIO DE JANEIRO 

UNCLAS SAO PAULO 1519 

E.O. 11652: N/A 

TAGS: OGEN, TBIO, BR 

SUBJECT: RECALL OF MEDICAL DEVICE 

REF: STATE 135043; BRASILIA 4813 

1. CONGEN CONTACTED TWO LOCAL ORGANIZATIONS LISTED IN REFTEL 
AS FOREIGN RECIPIENTS OF EQUIPMENT: 

A. INSTITUTO DE ASSISTENCIA MEDICA AO SERVIDOR PUBLICO DO ESTADO 
HOSPITAL DO SERVIDOR PUBLICO DO ESTADO DE SAO PAULO, RUA PEDRO 
DE TOLEDO 1800, SAO PAULO, STATED THAT ALTHOUGH IT HAS IMPORTED 
EQUIPMENT IN THE PAST FROM RICHARDS MANUFACTURING COMPANY, IT 
HAS NO RECORD OF HAVING IMPORTED THE PRODUCT CATALOG ITEMS 
LISTED REFTEL. 

B. CLINICA EDUARDO LANE, CAMPINAS, SAO PAULO, STATED THAT SUB- 
JECT EQUIPMENT ACTUALLY IN POSSESSION OF INSTITUTO PENIDO BURNIER, 
CAMPINAS, UNDER SUPERVISION OF DR. JORGE BERNARDE. CLINICA 

LANE ASSURED CONGEN THAT IT HAD EXPLAINED SITUATION FULLY TO 
DR. BERNARDE, AND THAT APPROPRIATE STEPS WOULD BE TAKEN. 

FYI: INSTITUO PENIDO BURNIER ALSO INDICATED THAT EQUIPMENT HAS 
NEVER FUNCTIONED PROPERLY. 

LAMBERT 
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Document Source: CORE 

Document Unique ID: 00 
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Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 
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Handling Restrictions: n/a 
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ISecure: 1 
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